The  Cathedral  of  St.  John  the  Divine 
New  York 

Aerial  view  of  the  Cathedral  Church  of  St.  John  the 
Divine,  New  York,  N.  Y.  When  finished,  it  will  be  the 
largest  gothic  Cathedral  in  the  world. 
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